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PLAN NO. I CONCRETE STOVE 
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PARTIAL SECTION 


NOTE. 

SHEET METAL DOOR WITH REVOLVING DAMPER 
USE SAME SIZE AND SPACING OF OPENINGS 
IN BOTH DAMPER AND DOOR. 

Vs" MORTAR JOINTS. 
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